From: 

Bud Cobb <custreq@facil.umass.edu> 

Sent: 

Friday, June 24,2011 9:38 AM 

To: 

Hanchett, James (DPH) 

Subject: 

Re: WReq Entry for Morrill I 

Jim: 



This request has been assigned Work request Number 11-0001044, and progressed to our environmental Services unit for task completion. 
Jcobb 

On 6/23/2011 2:00 PM, UMass Phys Plant wrote: 

Your name * Jim Hanchett 


Department * 
Mailing address * 



Mass Public Health 

Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 



(413) 545-2607 


(413) 545-2608 


Morrill I 


Room number/location * N236 

Describe work requested * Remove and replace broken asbestos tile. 
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Folk OIG PRR 098343 










































